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25X1A SEM 6-609 
Gontracte Officer, Project 22 October 1956 


DOCUMENT HO, ——___- 
Chief, Supplemental Programs Division, OC NO CHANGE IN CLASS. Jr 
C1) DECLASSIFIED 
GLASS. CHANGER TG: 


% 8 oC 
REXT REVIEW DATE: —__- at Ole 


Spare Farts for System One EXT SEVIEY 
paneZ/i/E Zany. 064540) 


1. In view of the fact that the present procurement action 
for System One components does not include a provision for spare 
perts and fittings, it ig requested that you undertake the appro- 
priate action to obtein the following spare parts in the quantities 


indicated. 
pee ei Meintenance 
eal Ttem No. Homenciature Part No. Quantity 
iL. BRUGHES, Capstan Motor wpP-10181 30 ea. 
2. BUSHING, Reel MP-LO071 ea. 
a. CABLE, Comial, connector assenbly MP-639003 2 ea. 
h, CAPACTIOR, 1 WFD, 150 V, G.E. TAN. UP-30002 6 ea. 
56 CAPACITOR, 100 MFD, 50 V, G.E. TAR. MP~ 30004 2 en. 
2ork10 
Gs CAPACITOR, 4 MPD, 150 V, G.E. TAN. MP~30003 2 ea. 
Ts CAPACITOR, 2 MFD, 100 V, G.E. TAN. MP~30005 12 ea. 
8. CAPACTTOR, 6 MFD, 40 V, Mallory MP~30006 2 en. 
9. CAPACTIOR, 20 MFD, 10V, Mallory MP-POO0T 2 @6. 
10. CAPACTTOR, 25 WFD, 180 V, Mallory  P-30006 2 ea. 
XTe-25 
= id. CAPSTAN ASSEMBLY, MP-10050 1 ea. 
i2. COMMUTATOR AND RESISTOR BLOCK MP-1O129 1 ea. 
ASSEMELY 
13. COMBECTOR, Conxial Assenbly MP-10107 1 ea. 
14. COMMECTOR, Printed Circuit, Cannon NP- 1 ea. 
px-2042-100 
15. CRYSTAL, 1 KC, BLLL Electric 572085 MP-65501 1 ea. 
. DELAY , Gudemm G-101 MP. 1 1 ea. 
Lf. BORE, Crystal, Microwave Asso-~ Mp-55001 5 ea. 
ectates IN32R 
18. DIODE, » Microwave Agso- mp-55002 5 ea. 
eiates Mi 
i9- DIODE, Crystal, Texas Instrument BP-55003 & es. 
Co, 601C 
m. HOOD AND CLAMP, ASSEMBLY, Winchee~ MP~10159 1 ea. 
ter Maal, 
<4, oe f - i aa 4 4 
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Nomenclature Pert Ho. 
HOOD AND CLAMP, ASBEMBLY Winches- MP~LOLEO 
ter MSHLG 
TNOUCTOR, Hycor 50 MH, EMLIP we-Loole 
, Bycor 10 MH, MOAP MP-hOO04. 

JACK, Coaxial, Microdot 311) we- 10160 
TOOP ARM, Supply Rest, complete wP-10081 
assembly 
LOOP ABM, Take Up Reel, complete MP~LOOL6 
MOTOR, Capstan Drive, w/alectric MP-10106 
filter 
MOTOR, Capsten, w/elactric filter MP-1L0LTS 
mech. filter and bracket 
MOTOR, Supply Reel, and gear box wp-10184 
easerbly 
MOTOR, take up reel, and gear box MP~10168 
aanen> 
ng CD Waveline Inc. 6160 MP-10152 
MOUNT, cryatal, Waveline Inc. 920 Mp~10151 
PLU, Winchester EMOPLR MP~G2001 
RECTIVIER, power, Treusitron ISD) MP-55004 
REEL, retainer ly MP-30012 
RESISTOR, 6.8K ohm, 34, Sprague MP-2D002 
= ohn, 3 MP-20003 

STOR, 43 ohm, W, Sprague MP-20001 
aS ON » Wire wamd, 1.5K ohm, HE~20055 
RESISTOR, wire wound, 3.3K obm, MP-20036 
RING GEAR AND REEL ASSEMBLY HP-10015 
RIG 3 2 shaft MP-10163 
ROD, transition angle, subassesbly MP-10083 
ROLLER, jem, complete assenbly MP~10193 
ROLLER, tape guide assembly MP-10013 
ROLIER, tape guide, loop arm NP-10113 
ROLLER, tape guide, transition MP-10101 
ROLLER, tape guide, upper transition MP-1 
SHIELD, tube, TERC T3-321 KP-10157 
SHTELD, tube, TERC T-3-322-FP MP-10156 
SPRING, capstan motor, support MP-10155 
bracket. 
SPRING, jam roller HP~ 10056 
SPRING, mechanical filter, capstan MP-10189 
motor . 
SPRING, reel drive, loading MP~ 10045 
SUPPORT, REEL, complete assembly MP-10130 
TAPE GUIDE, input, subassenbly MP~10035 
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ST. GAPE GUIDE, exit, subassenbly WP-10034 1 ea. 
* TRANS? pr lara vibrator, wee, aiect. Mp-58002 1 ems 
bs iy i 
59. TRANSFORMER, pulse, mag. elect. MP~58003 1 ea. 
& RARE IBTOR , Texas Inetrument. Co. 905 MP-90002 2 aa. 
1. SRANGIOTOR, Tounp. Instrument Co. 952 MP-50002 2 en. 
PRARSTOION ABSEMBLY, complete WP-10016 1 es. 
6h. TUBE, sieiniature, CKELIS we-45001 & ef. 
‘ TUBE, subminieture, CkH2 oe 9 es. 
oS. VIBRATOR, Alrpax A-i0- MP-65001 1 #e, 
* $ eapeten * HPI) 2 Ss 
67 CAPACTTOR, 300 emf, SOO V, silvar~ Mp- 2 ee. 
mica, ARCO-DM-15-E-301L-F 
6B. GAPACTIGE, 500 maf, 500 V, sdiver- MP 30036 2 @8. 
mica, ARCO-DM-15-5-501-J 
65. CAPACTIOR, 1000 maf, slivernica, e- FOG5 2 ea, 
ARCO~CH-20~102 a. 
BR. GAPACTPOR, 1000 maf, tubular, BP-p04s 2 ob 
Centeraiab 06-102 
Tis CAPACTIOR, 1500 mar, 4, «Liver HP FOOVT 2 on. 
mice, RLMENCO 
Tas CAPACTIOR, S300 wat, 1%, sliver- MP 30028 2 On. 
mice, ELMSHCO Cu. 
Ta. CAPACTDOR, .002 afd, 600 V, diac, RP- 3021 2 en. 
Th. CAPACTCOR, .O1 mfd, lf, siiveruilea, MP-30033 2 an. 
ETLMSHOO 
Th. CAPACTROR, .01 mfi, disc, cermzic, HP-30012 2 ea. 
Erie 621 
Tes CAPACTEOR, .O1 mf, 200 £, Aerovex MP-30019 2 on. 
TT. | 5 e8. 
7. 2 en. 
To. 2 6. 
Bo. 2 Chi. 
8. . an. 
Be. 4 26. 
83. 2 en. 
Bh, 2 ea. 
&5. FUG, 2 pin, Winchester MRECIP-C 89 NPG 2 ea. 
a. RESISTOR, WOO ches, Gi, 5% Jan. 1-059 & en. 


error 
2 


Approved For Release 2000/ i : CIA-RDP81B00878R001400040166-5 


Approved For Release sob RE Ne : CIA-RDP81B00878R001400040166-5 


gpm 6-609 

Page 4 

Meintenance 
87. RESIBTOR, S100 ohms, Bi, 5% MP-20040 2 ea. 
a6. RESISTOR, 20K ohms, a, 5% MP-2O27 2 eas 
8. RESISTOR, 12 chm, W, Sprague HP-20079 @ en. 


type 151E 


2. The shove list es supplied by the field is 180 days support 
for one system that is being field operated approximately 100 hours 
per month. As you are aware, this division is in the process of pre- 
paring a complete Listing of spare parte reqzired to support the Systen 


Laer 


One somponents now be » Cost arising from this reqwest ony 
25X1A de charged to Project allotment cost codes. 
25X1A 


Distribution: 
Orig & 1 - Addressce 


ORIG: oc-sr/s nn 3fmp (22 October 1956) 25X1A 
FILE: OC-SP 4” 


SPM Chrono 


crORET 
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